Annexure 3 


SEWER TARIFFS 
2016-17 


SEWER 

APPROVED 

2015/2016 

APPROVED 

2016/2017 

PROPOSED 

2017/2018 

PROPOSED 

2018/2019 

LEVY ON LAND SIZE FOR ALL RESIDENTIAL CONSUMERS 

0-350 

21.30 

22.58 

23.93 

25.37 

351 - 600 

31.34 

33.22 

35.21 

37.32 

601 - 800 

31.34 

33.22 

35.21 

37.32 

801 - 1000 

31.34 

33.22 

35.21 

37.32 

1001 - 1200 

40.76 

43.21 

45.80 

48.55 

1201 - 1400 

40.76 

43.21 

45.80 

48.55 

Over 1 400 

167.65 

177.71 

188.37 

199.67 

Bulk water per kl over 1 50 kl 

0.84 

0.89 

0.94 

1.00 


ADDITIONAL LEVY 

Hcuse / flats 

98.17 

104.06 

110.30 

116.92 

Business/Ind/Hctels/Gcv prep 

107.89 

114.36 

121.22 

128.49 

Bulk water per kl 

4.08 

4.32 

4.58 

4.85 

Vacuum tanker per kl - per 

131.18 

139.05 

147.39 

156.23 

VIP Tcilets and Buckets - per 
sucticn 

50.00 

53.00 

56.18 

59.55 

AVAILABILITY CHARGE VACANT STANDS 

Residential 

158.09 

167.58 

177.63 

188.29 

Ncn Residential 

220.00 

233.20 

247.19 

262.02 


The approved tariff adjustment for the 2016/2017 financial year is 6% and the increase 
for 2017/2018 financial year is 6 % respectively. Sewer services, which include sewer 
administration and purification works is an economic services. 


